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/„ t.he barracks Installation on nbcrstedterstrasse, Bertibuw 

isan1^p 7 ^+? W ^ t f reC f r °p 1,<t0 ° t0 lj l0 ° tro °P s who wore black-bordered clack 
" x ^ ou * braiidi-or-serrieo insignia, , T-he troops seen in all 
-_ndows of the installation wore trained soldiers most of whom wore war 
decorations, all of the officers and some of the m wore the guards badre, 

s ® Qn In "the billeting area, several units of about 100 soldiers 
were engaged in formation drill and combat training, Ko soldiers’ 
wore^seen in the streets of Bernburg, An acquaintance of source stated that 
the troops previously quartered in the barracks installation lad left for 

£ + • ^ ddl '' of Jul y» .*•!» instsilatiom then wore occupied 

by the ^bove-stentioneti troops with black-bordered black epaulets, 

S e +S°f P ! 1 f, t ¥ T> in8t ' a3 f ati o n TOr ® en^eed primarily in night exercises 
in the so-callca Bomasche Aue on a dried-up branch of the Saale River- One 
gar age of t he installation sheltered two amphibious armored reconnaissance 

£ J? 3 5 f , 20im to 30 * <aa * Gate guards and patrols in the 
billeting «rea wore bladk-borderod black epaulets, 

transfer of tlse unidentified engineer regiment of the 
^^^wjgc^t^orn'burg m early July 19^1 was previously reported 0 

strength estimate of the number of troops in the 
barracks installation, as specified in the present report, approximately 
equals the strength which an engineer regiment is believed to* have. The state- 
menu by source that personnel of the engineer regiment wore guards badges hat' 
never been made by sources in Potsdam who previously reported on the regiment. 
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